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Sequence Name: D:\MSDCHEM\l\SEQUEKCE\2407.S 
Comment : 
Operator: 28 
Data Path: D:\Msd20\juilO6\2407\ 
Pre-Seq Cmd: 
Post-Seq Cmd: 


Method Sections To Run 
(X) Full Method 
{ ) Reprocessing Only 


On A Barcode Mismatch 
(X) Inject Anyway 
( ) Don't Inject 


Line Type 


Sample 
Saitple 
Sample 
Sample 
Sample 
Sample 
Sample 

8 Sample 

9 Sample 

10 Sample 

11 Sample 
12 


1 
2 
3 
4 
5 
6 
7 


Vial DataFile Method Sample Name 


1 RO MAN27 itms 

2 TPITE MAN27 tp te2 
1 Rl MAN27 itms 

3 BLUITE MAN27 blu te 

4 17807474 MAK27 178/07 995474 te 
1 R2 MAN27 itms 

5 BLURITE HAN27 blute 

G REFITE MAN27 blu t30 e5 

7 REF2TE MfiN27 blu tl80 e30 

8 REF3TE MAH27 blu t360 e60 

9 CQITE MAW27 cq te 001 
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